

















_joumal 


INDEX TO VOLUME VIII. 


Bureau of Standards 1937. 
JUL 15 1938 


@ 


— 4 


A194 0 


Published Quarterly by 
THE GENERAL ELECTRIC CO., LTD., 
ENGLAND. 


























INDEX TO VOLUME VIII. 


19377: 
NOTE. 

Inclusive page numbers for each quarterly issue are as follows : 
February, 1937 1 to 100 May, 1937 . 101 to 174 
August, 1937 175 to 245 November, 1937 247 to 309 

A PAGE GC 


Aerodromes, Indian, the Lighting of, on 
the British Empire Air Routes 


Air Movement, Production of, by Electric 
Fans , 


Applications of Luminescence - 
Appraisement of Loud Speakers, Part Il 


Automatic Power Station Equipment in 
South Africa. j m -" 


Calculation of Network Short Circuits. . 
Colour Floodlighting for the Coronation 


Celebrations .. 
D 
Development During 1936 
E 


Earls Court Swimming Pool 
Electrical Control of Paper Making 
Machinery .. 
Electric Fans, the 
Movement by , 
Electric Lighting, Science and 


Electrical Progress and Development 
During 1936. 


ileeniiiins. a“ re 


Electro-Acoustic Tester for Loudspeakees °°, 
Electron Emission, Secondary, from Com: : 


plex Surfaces. . 


Experimental Multi-Notch Control Equip- se gee 


ment for London nneee Tage. s 33 26% —% : Robdspeatérs, an Electro- Acoustic Tester 


Railways 


Fans, Electric, Production of Air Move- 
ment by 


Floodlighting, Colour, for the Coronation 
Celebrations .. ua La 


Floodlighting, Industrial . 


Frontispieces : 

Grain Elevator in the Port of Buenos 
Aires. 

Coronation Floodlighting of St. 
George’s Chapel, Windsor Castle 

Experimental Two-Coach Train for 
the London oven Trans- 
port Board 

720-Ton Adjustable Floor ‘at Earls 
Court 


Fundamental Principles of Television 


Generating Plant and Switchgear at Hams 


263 Hall Power Station, Recent Ex- 
tensions to os nr in 
237 Gold Mining in Peru wa 
103 Gold Mining Practice, a aa 
121 
H 
288 Hams Hall Power Station, Recent Ex- 
tensions to the Generating Plant and 
> Switchgear at - 
6 Hydro-electric Scheme, Pangani. . 
209 I 
Indian Aerodromes on the British Empire 
3 Air Routes, the Lighting of. . 
Indication, Remote, of Meter Readings . 
240 Industrial Floodlighting 
L 
302 Lighting of the Indian Aerodromes on the 
937 British Empire Air Routes .. 
99 Lighting, Science and Electric 
Literature, Technical, ne 1936 | to 
February 1937 - 
3 : : sEaterature, Technical, March 1937 to 


237 
209 
148 


102 


176 


248 
78 


‘August 1937 . 


" . Lonttn? _fransport “Tube Railways, an 


Experimental Multi-Notch Control 
- Equipment 


“for ° 


a * Aphdspeakers, the Appraisement of, Part 


Al 


hececinenaniions and its Applications 


M 
Meter Readings, the Remote Indication of 
Mining, Gold, in Peru 
Mining Practice, Gold, Witwatersrand 
Modern Newspaper House in Australia. . 
Modern Receiving Valves, Design and 
Manufacture, Part I ' 
Modern Receiving Valves, Design ond 
Manufacture, Part II ; 
Multi-Notch Control Equipment, an Ex. 
perimental, for London Transport 
Tube Railways 


PAGE 


216 
131 
49 


216 
116 


263 
201 
148 


263 
92 


173 


309 


177 
295 


121 
103 


201 
131 

49 
242 


185 


269 


177 


INDEX TO VOL. VIII. (con’d). 


N PAGE PAGE 
Network Short Circuits, Calculation of .. 62 Short Circuits, Network, Calculation of.. 62 
Newspaper House in Australia, A Modern 242 Statistical Technique as a Tool in In- 
dustry. . 206 
P Swimming Pool, Earls Court 249 
Pangani Hydro-Electric Scheme .. 116 Switchgear and Generating Plant at Hams 
Paper Making ‘end the Electrical Hall Power Station, Recent Ex- 
Control of 302 tensions to - , 216 
Peru, Gold Mining in ¥ 131 
Power Station Equipment in South Africa, T 
Automatic 288 Technical Literature, September 1936 to 
Production of Air Movement by Electric February 1937 ei os 173 
Fans .. 237 Technical Literature, March 1937 to 
Progress and Development During 1936 3 August 1937 . “A 309 
Television, Fundamental Principles ‘i 78 
. _ R Television Receivers, Part I 160 
Receivers, Television, Part I 160 Television Receivers, Part II et 229 
Receivers, Television, Part II ’ ae 229 Tester, Electro-Acoustic for Loudspeakers 295 
Receiving Valves, Modern; Design and 
Manufacture, Part I 185 U 
mee ey en Design an and 269 Uniformity as the Gauge of Quality 136 
Recent Extensions to the Generating Plant V 
and Switchgear at Hams Hall Power 
Station a 216 Valves, Modern Receiving; Design and 
Remote Indication of Meter Readings 7 201 Manufacture, Part | - 185 
Valves, Modern Receiving, Design and 
S Manufacture, Part II a 269 
Science and Electric Lighting - 92 
Secondary-Electron Emission from Com- Ww 
plex Surfaces. . 254 Witwatersrand Gold Mining Practice... 49 


PAGE 
il. 
ill. 
iv. 
V1. 


Vil. 


PAGE 
11. 
11. 


iV. 


V1. 
V1l. 


V1il. 


INDEX TO 
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SUBJECT. 
William Asquith, Ltd. 
Babcock & Wilcox, Ltd. 


G.E.C. Electric Propulsion Equipment for 
Tugs. 


Alfred Herbert, Ltd. 
G.E.C. Metalclad Switchgear for Cardiff 


Corporation. 
John Lysaght, Ltd. 


No. 1. 


No. 2. May, 1937. 


SUBJECT. 


Babcock & Wilcox, Ltd. 
G.E.C.-Fraser & Chalmers Turbo Blowers 
for the Middlesex County Council. 


G.E.C. Pumpless Air-Cooled Steelclad 
Mercury Arc Rectifiers. 


Colvilles, Ltd. 

G.E.C. Automatic Telephone Equipment. 
William Asquith, Ltd. 

G.E.C. Electric Bakery Equipment. 

Alfred Herbert, Ltd. 
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No. 3. August, 1937. 
SUBJECT. 


G.E.C. Electric Furnaces. 
Alfred Herbert, Ltd. 


G.E.C. Pumpless Air-cooled Steelclad Mer- 
cury Arc Rectifiers. 


Babcock & Wilcox, Ltd. 


G.E.C.-Fraser & Chalmers Coal Handling 
Plant. 


William Asquith, Ltd. 
John Lysaght, Ltd. 
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SUBJECT. 


Colvilles, Ltd. 
Alfred Herbert, Ltd. 


G.E.C. Pumpless Air-Cooled Steelclad 
Mercury Arc Rectifiers. 


Fraser & Chalmers Coal Washing Plant. 
Babcock & Wilcox, Ltd. 

G.E.C. “‘Osira’”’ Lamps at Deptford. 
William Asquith, Ltd. 





